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THE  1ST  SUPEREON 

THE  1ST  EON 
THE  2ND  ERA 


THE  2ND  ERA  began  13  620  000  000  years  ago. 

THE  2ND  ERA  began  200  000  000  years  after  the  Big  Bang. 

THE  2ND  ERA  began  in  the  199  999  999th  year  UH. 

THE  2ND  ERA  lasted  from  13  620  000  000  years  ago 

to  13  440  000  000  years  ago. 

THE  2ND  ERA  lasted  from  200  000  000  years  after  the  Big  Bang 
to  380  000  000  years  after  the  Big  Bang. 

THE  2ND  ERA  lasted  from  the  199  999  999th  year  UH 

to  the  379  999  999th  year  UH. 

THE  2ND  ERA  ended  13  440  000  000  years  ago. 

THE  2ND  ERA  ended  380  000  000  years  after  the  Big  Bang. 
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THE  2ND  ERA  ended  in  the  379  999  999th  year  UH. 
The  duration  of  THE  2ND  ERA  was  180  000  000  years. 
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